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INTO OCT-OI CIAE-00 COME-00 DODE-00 NSAE-00 USIA-06 
TRSE-00 EUR- 1 2 ERDA-05 ISO-00 EA-07 ACDA-07 /046 W 
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EM USMISSION OECD PARIS 
TO SECSTATE WASH DC 5935 

CONEIDENTIAL OECD PARIS 09305 

EXCON 

E.O. 1 1652: XGDSI 

TAGS: ESTC, COCOM, GW, RO 

SUBJ: GERMAN DIGITAL LOGIC TEST STATION TO ROMANIA 
IE 1355 

REFS: A) COCOM DOC (76) 1949, B) STATE 310658 (DEC 1976) 

1. GERMAN DEL STATES THAT U.S. LICENSE APPLICATION WAS 
PILED ON BEHALP OP GERMAN APPLICANT BY ITS PARENT COM- 
PANY, JOHN PLUKE MEG. CO., MOUNTAIN VIEW, CALIFORNIA 

IN FEBRUARY L977. HE DOES NOT KNOW APPLICABLE BEWT 
NO. HE ASKS THAT U.S. EXPEDITE ITS CONSIDERATION OP 
LICENSE APPLICATION AS CASE HAS BEEN PENDING U.S. RE- 
SERVE IN COCOM SINCE 12/27/76. 

2. ACTION REQUESTED: STATUS REPORT ON REPCASE POR 
PASSING TO GERMAN DEL. 

TURNER 
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